List of S03 EP1 Freedom! Deaths

1. Unnamed Nome King Guard - Sliced in the throat by Frank.
2. Unnamed Nome King Guard - Electrocuted by Lyman with a Power Line Wire.
3. Unnamed Nome King Guard - Shot by Frank.
4. Clare Gordon - Falling to death by Dorothy Gale.